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a/ Assessments are based on best information received, will be refined as more accurate 
information becomes available. 

b/ Strike plus flak suppression sorties. Some applied to multiple targets; in this 
summary assigned to principal target. 
cj National capacity in 1,000* s where measurement shown, 
d j Percentages of national capacity where appropriate, 
e/ Also numerous attacks during armed recce and other missions. 

f/ Also numerous installations, AA sites, bridges, etc, attacked and road and rail cuts made 
NOTE: For comparative purposes: 

US worldwide ammo storage capacity is 6,936,000 metric tons (CONUS 5,719,000 MT) . 

US worldwide military POL storage capacity is 15,452,000 MT; national US commercial 
capacity is 151,325,000 MT; approximate average $ value of 1 MT of POL products 
is $28. 

US worldwide military supply depot covered storage space is 137,100,000 sq. ft. 

(CONUS 121,300,000 sq. ft.). 

Total kilowatt capacity of power plants serving metropolitan areas: New York - 7 .*6 
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